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2.   To   provide   the   cleaning   material   and   the   necessary
lubricants.

3.   To provide and lit at the inspection visits carbons for the
motor and controller, when required.

Lift (Part) Maintenance Contract " B "

In addition:

4.   To  attend  also  at  all  reasonable  times  to  adjust the
mechanism, in the event of stoppage or irregular running be-
tween the periodical visits.

5.   To execute at the time of the regular visits such adjust-
ments and repairs as may  be found necessary, which are not
extensive and do not unduly prolong the time of the engineers
in carrying out the service, so as to make the cost out of propor-
tion to the rate of the contract.

Lift (Complete) Maintenance Contract " C "

As for " A," but in addition:

To repair or renew any parts including the lifting ropes
which may become defective through fair wear and tear, when
such renewal, in the opinion of the chief engineer of the in-
surers, shall be necessary for the satisfactory working of the lift,

To repair or renew the locks and switches on the gates of the
various landings and on the cage which may become defective,
through fair wear and tear.

The fees charged for such work depend upon the type and
size of the lifts.

PROPOSAL FORM

1.    Address of Premises at which the lifts or hoists are to be
insured.

This information is needed for the purpose of description
in the policy.

2.    Trade or Business carried on at such address.

The trade or business carried on gives some indication
of the extent to which the lift may be used and, conse-
quently, the number of persons who may run risk of injury
therefrom. A lift situated in a private dwelling house
would, other things being equal, be a better third party risk
than a lift of similar capacity in business premises, where
eight or more hours per day of continuous use may be
expected,